ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT 
DATE 
OFFICER 1 
OFFICER 2 


#5 

11-27-2015 
TIZANO, C # 141 
FLANAGAN, F # 148 


SUPERVISOR REYES, R 


1200- 
1230 


1300- 
1310 


1315- 
1320 


1330- 
1330 


133 «134 
0- 0 


1340- 
1350 


1350- 
1400 


1400- 
1410 


1410- 
1420 


1420- 
1430 


1430- 
1445 


ROLL CALL: ATTENDED BRIEFING AND ASSIGNED VEHICLE # 5. AL 
EQUIPMENT IN GOOD WORKING ORDER. 


BUSINESS CHECK: 1123 N. VINE STREET- STOP & SHOP MARKET. 
PATROLLED AREA FOR SUSPICIOUS ACTIVITY. NONE NOTED. 


BUSINESS CHECK: 1123 N. VINE STREET- HAIR PEOPLE. 
PATROLLED AREA FOR SUSPICIOUS ACTIVITY. NONE NOTED. 


BUSINESS CHECK: 1123 N. VINE STREET- WILD CARD BOXING 
CLUB. PATROLLED AREA FOR SUSPICIOUS ACTIVITY. NONE NOTED. 


BUSINESS CHECK: 6254 N. VINE STREET- TACO BELL. PATROLLED 
AREA FOR SUSPICIOUS ACTIVITY. NONE NOTED. 


BUSINESS CHECK: 1413 N. VINE STREET- MCDONALDS. 
PATROLLED AREA FOR SUSPICIOUS ACTIVITY. NONE NOTED. 


BUSINESS CHECK: 5873 HOLLYWOOD BLVD- TOMMY’S BURGER. 
PATROLLED AREA FOR SUSPICIOUS ACTIVITY. NONE NOTED. 


BUSINESS CHECK: 6051 HOLLYWOOD BLVD- GOWER PLAZA. 
PATROLLED AREA FOR SUSPICIOUS ACTIVITY. NONE NOTED. 


BUSINESS CHECK: 1240 N. VINE STREET- OFFICE DEPOT. 
PATROLLED AREA FOR SUSPICIOUS ACTIVITY. NONE NOTED. 


BACK: FB-2 UNIT 1803 CAHUENGA BLVD- PANDA EXPRESS. MALE 
SITTING AND BLOCKING SIDEWALK IN FRONT OF RESTAURANT. SEE 
FB-2 DAILY LOG. 


RADIO CALL: 1602 IVAR AVENUE- TRIANGLE SQUARE. 415 FEMALE 
YELLING. WARN, COMPLIED AND LEFT. 
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1500- 
1530 


1630- 
1640 


1700- 
1800 


1800- 
1840 


1840- 
1900 


1905- 
1915 


2030 


CODE-7 EL POLO LOCO 
ADMIN DUTIES: FUEL VEHICLE # 5 

PREVENTATIVE PATROL: HOLLYWOOD BLVD 

NO PROBLEMS TO REPORT AT THIS TIME. 
ADMIN DUTIES: COMPLETED DAILY LOG 
BUSINESS CHECK: 6801 HOLLYWOOD BLVD- H&H PARKING 
STRUCTURE. CHECKED ALL LEVELS OF PARKING STRUCTURE FOR 
SUSPICIOUS ACTIVITY. 
BACK: FB-2 UNIT 6411 HOLLYWOOD BLVD. ASSIST FB-2 ON CALL OF 
415 AND POSSIBLE 484 SUSPECTS. SUSPECTS GOA. SEE FB-2 DAILY 
LOG. 


END OF WATCH: RETURN OF ALL EQUIPMENT IN GOOD WORKING 
ORDER. 
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